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Start Date: 
. 8/21/2013 
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Date: 8/23/201'3 
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Stop 


Stop 


Reject 
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Start 


Run 
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Date: 
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fe-prime 
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Revision 10: 


Item Name: 


Reference: 
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Memo 


PULL FROM STOCK: 
-0646.2910 
8125083 
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-SCUFF WHITE PRIMER 
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Quality Control 
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re-prime 
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Item 10: 
646.2910 


Revision 10: 


Item Name: 
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Date: 
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BY STAMPING 
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*??n* 
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~ 
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Quality Control 


QC21- Final Inspection - Work Order Release 


Memo 
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Wednesday. August 2/, 20/3 
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Work Order 
10: 
105844 


Parent 
Item: 
646.2910 


Parent 
Item Name: 
DEFLECTOR 


Start 
Date: 8/21/2013 


Start Qty: 4.00 


Required 
Date: 8/23/2013 


Required 
Qty: 4.00 


Comments: 
IPP REV:A 
NEW ISSUE 13-04-18 
JLM 
VERIFIED 
BY:DD 


Component 
Item 10/ 
Item Name 


646.2910 


DEFLECTOR 


Replacement 
Item ID 
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Location 
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Qty per Kit 
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